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7 January 19^3 


COMPTROLLER HOTICE NO. 63-1 

SUBJECT : iinnouncement of Assignment to Ifey Position 


Effective 7 Januaiy 19^3 ^ is 

designated Acting Deputy Chief, Technical Accounting Staff, 

reassigned. 


vice 


This designation is for a temporary period pending 
the appointment of a permanent Deputy Chief. 


'R. a. FUCHS 
Deputy Comptroller 



GROUP 1 

Excluded from automatic 
downgrading and 
declassification 
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TRANSMITTAL SLIP 

DATE 

a/" 

ROOM NO. 

REMARKS: 

BUILDING 



FROM: 





ROOM NO. 

BUILDING 


FORM NO .riA \ 

1 FEB 55 ^41 

REPLACES FORM 36-8 
WHICH MAY BE USED. 

GPO ; 1957 

—0*439445 

«7) 
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